AMENDMENT NO. 3 JANUARY 2021 
TO 


IS 14625 : 2015 PLASTICS FEEDING BOTTLES 


( First Revision ) 


(Page 1, clause 2) — Insert the following new reference at an appropriate 
place: 


IS No./ Title 
Other Publication 
3565 : 2018 Teats for feeding bottles — Specification (first revision) 
15495 : 2004 Printing ink for food packaging — Code of practice 


ISO 18857-2 : 2009 Water quality — Determination of bisphenol A in solid- 
phase extraction and derivatisation 


EN 13130-13: 2005 Materials and articles in contact with foodstuffs — 
Plastics substances subject to limitation — Part 13: 
Determination of 2,2 bis (4-hydroxyphenyl) propane 
(Bisphenol A) in food simulants 


(Page 2, clause 3.3.1, line 4) — Delete words ‘or drinking accessory’ 
(Page 2, clause 3.4, line 2) — Delete words ‘or drinking accessory’ 


[ Page 5, Table 1 ( also see amendment no. 2 ) | — Substitute ‘feeding bottle 
and its components excluding hood’ for ‘Plastics Feeding Bottle’ 


(Page 5, clause 5.2.2) — Substitute the following for the existing clause: 
‘Printing inks used in the printing shall conform to IS 15495’. 


[ Page 2, clause 4 ( see also amendment no. 1 ) | — Substitute the following 
for existing clause: 


‘4 MATERIALS 


4.1 The material used for plastics feeding bottles excluding teats shall be of virgin 
polypropylene conforming to IS 10910 or polyether sulfone (PES) or any other 
olefin based polymer, co-polyester material or other raw material as given in 
Annex A for manufacture of plastic feeding bottle. The materials used should be 
of no health hazards to babies. 


4.2 Polyvinyl chloride (PVC) and polyethylene terephthalate (PET) shall not be 
used to manufacture feeding bottles. 


4.3 Plastics feeding bottles shall not contain Bisphenol A (BPA). 
4.4 Determination of Absence of BPA 


4.4.1 Test methods as prescribed in ISO 18857-2 or EN 13130-13 shall be used 
for determination of absence of BPA, till such time Indian Standard is published. 
In case of dispute, the referee method shall be EN 13130-13.’ 


4.5 Teats shall conform to IS 3565. 


(Page 6, clause 7.2.1) — Substitute ‘Package’ for ‘Each carton’. 
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